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i The new Managing Director of the Diésgy§r Iron Works is Géza Varga, a 
former engine fitter, He recently replaced(___ 25X11 
Ferenc Herceg, a former employee of Mavag, Budapest. Herceg, who was 
head of Diésgy8r for four years, has now been appointed to the National 
Planning Board (Orszdgos Tervhivatal) as Assistant Minister to Zoltdn Vas. 


2, The Technical Director of the factory is Vilmos rati,[ | 


3, There are many Soviet engineers as well as inspectors in the various 
factory plants, Of the Soviet engineers in the receiving section, the 
one responsible for accepting railway material is Alihov (spelling uncertain) 


(fru). 


25X11 


4o. The plant producing "by-pass sets" (railroad switch points?) has been 
moved to Gy8ngy8s. Monthly production of this plant to Soviet account 
is 40 groups of "by~pass" sets, made with 50 kg - meter rails. Half 
of this production counts as reparations and the other half is covered 


_ by commercial contracts. 
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